_ audio amd4a 


equipment mixer system 
PRICE LIST 


lanigenin 


Each of the following modules require one space in the AH21 console housing: 


All prices shown are net resale EFFECTIVE SEPTEMBER 27, 1968 


PRE-AMPLIFIERS DESCRIPTION 


AM401A Pre-Amp, EQ, Rev. Send, Rotary Mix 
AM401AS Pre-Amp, EQ, Rev. Send, Straight Line Mix 
AM421A Pre-Amp, EQ, Rev. Send, Q Switch, Rotary Mix 
AM431A Pre-Amp, Rev. Send, Rotary Mix 
AM431AS, Pre-Amp, Rev. Send, Straight Line Mix 
AM441A Pre-Amp, EQ, Rotary Mix 

AM441AS Pre-Amp, EQ, Straight Line Mix 

AM451A Pre-Amp, Rotary Mix 

AM451AS Pre-Amp, Straight Line Mix 

“AM461A Pre-Amp, Q Switch, Rotary Mix 

AM461AS Pre-Amp, Q Switch, Straight Line Mix 


PROGRAM AMPLIFIERS DESCRIPTION 


AM407A Program Amp, Rev. Rec, Rotary Mix 

AM407AS Program Amp, Rev. Rec, Straight Line Mix 

AM417A Program Amp, Rotary Mix 

AM417AS Program Amp, Straight Line Mix 

AM457A Program Amp, Output Line Switch, Output meter, Rotary Mix 
AM457AS Program Amp, Output Line Switch, Output meter, Straight Line Mix 


BOOSTER AMPLIFIERS DESCRIPTION 


AM419A Booster Amp, 24 dbG, 4 Chan. 

AM419AC Booster Amp, 24 dbG, 4 Chan..,,4 little controls and Input Switches 

AM419AM Booster Amp, 24 dbG, 4 Chan., 4 VU Meters 

AM429B 4 to 1 Combining Module, Unity Gang, Transf. coupled input and output, input line 
switch, individual input level controls,output VU meter,output line switch, rotary control 


MULTI CHANNEL CONTROLS DESCRIPTION 


MG61/2 Board Master Control, 2 Chan, 
MG61/3 Board Master Control, 3 Chan. 
MG61/4 Board Master Control, 4 Chan. 


MISCELLANEOUS ACCESSORIES DESCRIPTION 


8 to 1 Combining Module, 40 db insertion loss 

4 Chan., Monitor Level Contr, 

End Panel, 8 Sw., 2P2T. 

Apparatus Blank for module space 

(MS1 — used on AM429 and AM457) add or subt. 


The following accessories are usually installed on the VU meter panel of the console housing or in the accessory 
switch trough, above the modules: 


MONITOR CONTROLS DESCRIPTION 


RMX1111 Monitor Contr. (Lad. 600) 1 Gang 
RMX1112 Monitor Contr, (Lad. 600) 2 Gang 
RMX1117 Monitor Contr, (Lad, 600) 3 Gang 
RMX1113 Monitor Contr. (Lad. 600) 4 Gang 
RMX1114 Monitor Contr. (BRT 600) 1 Gang 
RMX1115 Monitor Contr. (BRT 600) 2 Gang 
RMX1118 Monitor Contr. (BRT 600) 3 Gang 
RMX1116 Monitor Contr. (BRT 600) 4 Gang 


HOUSING DESCRIPTION 


VU Meter (complete assy. — installed) 
Input Selector Switch (installed) 


MISCELLANEOUS ACCESSORIES DESCRIPTION 


Meter Blank (to close unused VU meter cutout) 


RMX6184 Monitor Control, Pot 10K, 4G (installed) 

RMX618 Monitor Control, Pot 10K, 1G (installed) 

MG31/2 Special Switch, 2 Chan./3 position (installed) 
MG31/4 Special Switch, 4 Chan./3 position (installed) 
MG21/2 Special Switch, 2 Chan./2 position (installed) 
MG21/4 Special Switch, 4 Chan./2 position (installed) 
MG21/8 Special Switch, 8 Chan./2 position (installed) 


AC Line Switch for AM4 System 
Special Cutouts for additional MS3 VU Meters 


The following accessories become part of the AH21 housing: 
ne 


PRE-AMP DESCRIPTION PRICE 
AM409A Pre-Amp, RIAA Equalized, 2 Chan., Term. Bd. Mtg. 74.60 
HOUSING DESCRIPTION PRICE 


AH21/19 AM4A Housing, 19 modules (w/4 inp. selec. sw.) 1,300.95 
AH21/13 AM4A Housing, 13 modules (w/4 inp. selec. sw.) 890.13 
PS4800 Power Supply (normally incl. in AH21 price) 174.00 


MISCELLANEOUS ACCESSORIES DESCRIPTION PRICE 


Special Paint (console) Customer must furnish paint 
Special Paint (module) Customer must furnish paint 


The following are miscellaneous spare parts to console components: 
(ES 


MISCELLANEOUS ACCESSORIES PRICE 
AH21/13 Blank Assy., no trim, connectors, term., wiring 249.93 
Rail, Wood (13) 19.38 
Rail, Wood (19) 25.86 
Side, Wood (13/19) 21.10 
Terminal Bd., any type 10.68 
Harness Card (#241153) (blank circuit card) 11,00 
Harness Card (#241153) (full assy.) 24.75 
Output Assignment Switch (#259841) (full assy.) 11.75 
XLR Connector (installed) 7.50 
Chassis Blank (#241953) 17.13 
Dress Panel (any standard type) 10.00 
Connector Rail (Blank for AH21/13) (#259912) 19.08 
Connector Rail Blank (Gage 21/19) (#255033) 28.23 
Connector (126-806), Female 2.40 
Connector (126-807), Male 2.30 
Bracket, Connector (#259532) 2.00 
AN401 Circuit Bd. Assy. 71.91 
Knob, any control knob for AM4A System -50 
Push Button Switch #241262 - Input att. AM401 4.35 
Push Button Switch #241292 - Eq/Rev. AM401 1.80 


PRICES SUBJECT TO CHANGE WITHOUT NOTICE 


YOUR LANGEVIN PRODUCT SOURCE: 


langevin 
1801 East Carnegie Avenue, Santa Ana, Calif. 92705 
(714) 546-8830 


Made In U.S.A. Form No. MP68-1000 


